19970607.ba ba-por01.479 ba-por01.480 

>1479 

>From owner-boatanchors@sco.theporch.com Fri Jun 6 00:02 CDT 1997 
>Received: from sco.theporch.com (sco.theporch.com [207.234.31.38]) 

> by uro.theporch.com (8.8.6.Beta4/A-UX-3.0.1) with ESMTP id AAAQ4245 
> for <SHIMSHON@URO.THEPORCH.COM>; Fri, 6 Jun 1997 00:02:39 -0500 (CDT) 
>Received: from sco.theporch.com (localhost [127.0.0.1]) 

> by sco.theporch.com (8.8.6.Beta4/SCO-5.0.2) with SMTP id FAA08598; 

> Fri, 6 Jun 1997 05:02:21 GMT 

>Message-Id: <199706060502.FAAQ8598@sco.theporch. com> 

>Date: Fri, 6 Jun 1997 00:02:21 CDT 

>Sender: owner-boatanchors@theporch.com 

>From: boatanchors@theporch.com 

>To: Amateur Radio Equipment Using Vacuum Tubes <boatanchors@sco.theporch.com> 
>Subject: BOATANCHORS digest 1479 

>Mime-Version: 1.0 

>Content-Type: multipart/mixed; boundary="-- 
__ListProc__NextPart__865573147432786573" 

>X-Listprocessor-Version: 8.1 -- ListProcessor(tm) by CREN 

>Status: 0 


BOATANCHORS Digest 1479 
Topics covered in this issue include: 


1) Re: Nixie Counters 

by WJoeW@aol.com 
2) Re: BA Field Day in the BA? 

by Bob/WBOAUQ <brainbol@lawrence.ks.us> 
3) R-1/ARR-1 vs ZB 

by don merz <71333.144@CompuServe.COM> 
4) Re: Nixie Counters 

by Morris Odell <morriso@vifp.monash.edu.au> 
5) Looking for Eimac Book 

by Larry Boyle <lbkd6wi@ns.net> 
6) Re: Nixie Counters and Decatrons... 

by Ken Gordon <keng@uidaho.edu> 
7) Re: Looking for Eimac Book 

by wb9iog <wb9iog@revealed.net> 
8) Clegg Zeus RF deck available 

by Allen Tucholski <allent@en.com> 


Date: Thu, 5 Jun 1997 21:21:05 -0400 (EDT) 

From: WJoeW@aol.com 

To: skywaves@bw.webex.net, pilant@seesaw.enet.dec.com 

Cc: boatanchors@sco.theporch.com, jharper@bs2000.com, wallace@world.std.com 


Subject: Re: Nixie Counters 
Message-ID: <970605212051_-1329740577@emout05.mail.aol.com> 


With all of the Nixie discussion going around, I am reminded of a variant of 
the Nixie which was a decade scaling tube with electrodes arranged ina 
circle. The firing would procede from one electrode to the adjacent one, on 
around the circle. It was a type of "ring counter". I don't recall their 
name or number, but they were impressive in the dark! I suppose there are 
some counter B/A's out there which use those. 


Joe 
W5WBR 


Date: Thu, 05 Jun 1997 20:27:05 -0500 
From: Bob/WBOAUQ <brainbol@lawrence.ks.us> 
To: boatanchors@theporch.com 

Subject: Re: BA Field Day in the BA? 
Message-ID: <33976769.380E@lawrence.ks.us> 
MIME-Version: 1.0 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Now that Dick brought up BA FD, maybe we should resume 
the discussion from a few months back..... let's throw out 
who is doing what and get folks psyched up enough to drag 
some iron out to the field, and operate it at least part 
of the weekend. Things change, have here, looks like no 
homebrew xmtr for FD. Probably will use a Ranger. Plan 
to take two/three rcvrs out. No room in the RV so will 
really have to rough it and set up under the awning (out 
of the air cond.) Hey, CW ops deserve to be pampered! 
Group is Douglas County ARC, Lawrence, KS. Call(s) will 
be WOUK (ssb) and probably WOGI (CW). Not sure I can 
recognize a BA signal when I hear it so list the calls we 
should be listening for. 


73, Bob/WBOAUQ/brainbol@lawrence.ks.us 


Date: 05 Jun 97 21:31:49 EDT 

From: don merz <71333.144@CompuServe.COM> 

To: <boatanchors@theporch.com> 

Subject: R-1/ARR-1 vs ZB 

Message-ID: <970606013149_71333.144_DHB51-3@CompuServe.COM> 


Anyone know the difference between R-1/ARR-1 and the ZB-series homing adapters. 
These look identical. Why the different nomenclature? 

Thanks. 

73, Don 


Date: Fri, 06 Jun 1997 14:39:13 +1200 

From: Morris Odell <morriso@vifp.monash.edu.au> 
To: WJoeW@aol.com 

Cc: boatanchors@sco.theporch.com 

Subject: Re: Nixie Counters 

Message-ID: <33977851.1646@vifp.monash.edu.au> 
MIME-Version: 1.0 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


WJoeW@aol.com wrote: 

> 

> With all of the Nixie discussion going around, I am reminded of a variant of 
> the Nixie which was a decade scaling tube with electrodes arranged ina 

> circle. The firing would procede from one electrode to the adjacent one, on 
> around the circle. 


This was called a "dekatron" and was used in gieger counters and the 
like. It operated as I recall by sending 2 pulses separated in time to 
sets of electrodes which "coaxed" or transferred the discharge from one 
indicator electrode to the next. The indicator electrodes were connected 
together and to the supply through a resistor. It was arranged in such a 
way that there could only be a stable discharge from one indicator 
electrode at a time. There were pairs of transfer electrodes that were 
also connected together in rings so that an adjacent discharge could be 
"picked up" and transferred along the chain to the next stable display 
electrode. No counting circuitry was required, merely something to pass 
a pair of pulses along to the next stage. I never saw an electronic 
counter proper which used one, I suspect they weren't fast enough for 
that purpose. 


Morris 

Morris Odell Victorian Institute of Forensic Medicine 
Forensic Physician 57-83 Kavanagh St, Southbank 3006 
mailto:morriso@vifp.monash.edu.au Victoria, Australia 


http: //www.vifp.monash.edu.au/CFM/staff/mo. html 


Date: Thu, 05 Jun 1997 19:48:03 -0700 

From: Larry Boyle <lbkd6wi@ns.net> 

To: Boatanchors list <boatanchors@theporch. com> 
Subject: Looking for Eimac Book 

Message-ID: <33977A63.D2E@ns.net> 

MIME-Version: 1.0 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


I am looking for The book or binder "Power and feeding of power grid 
tubes" That Eimac used to give out in the 60s and 70s. Any help??? 
Thanks and cheers Larry Boyle. KD6WI in Placerville Ca. 


Date: Thu, 5 Jun 1997 20:11:44 -0700 (PDT) 

From: Ken Gordon <keng@uidaho.edu> 

To: Morris Odell <morriso@VIFP.MONASH.EDU.AU> 

Cc: WJoeW@aol.com, boatanchors@sco.theporch.com 

Subject: Re: Nixie Counters and Decatrons... 

Message-ID: <Pine.BSF.3.95.970605200327 .5644C -100000@piobaire.mines.uidaho.edu> 
MIME-Version: 1.0 

Content-Type: TEXT/PLAIN; charset=US-ASCII 


This was called a "dekatron" and was used in gieger counters and the 
like. It operated as I recall by sending 2 pulses separated in time to 
sets of electrodes which "coaxed" or transferred the discharge from one 
indicator electrode to the next. The indicator electrodes were connected 
together and to the supply through a resistor. It was arranged in such a 
way that there could only be a stable discharge from one indicator 
electrode at a time. There were pairs of transfer electrodes that were 
also connected together in rings so that an adjacent discharge could be 
"picked up" and transferred along the chain to the next stable display 
electrode. No counting circuitry was required, merely something to pass 
a pair of pulses along to the next stage. I never saw an electronic 
counter proper which used one, I suspect they weren't fast enough for 
that purpose. 


VVVV VV VV VV VV VV 


Phillips Elecronic Instruments, makers of (among other things) research 
laboratory X-ray machines, built quite a number of models of counters 
which used them. I can remember watching them move so fast there was a 
solid ring of fire on the tenths, ones, and tens digits. I maintained 
several of those units over the years for Geology departments which used 
them for quantitive and qualitative analysis of rocks. One unit had over 


200 tubes in it. What a nightmare! It had a really annoyning 
intermittant. I finally found it completely at the bottom of the 
instrument, buried under about 10 layers of wire. A connection to a tube 
socket filament connection had never been soldered. 


Ken W7EKB 


Date: Thu, 05 Jun 1997 22:20:02 -0500 

From: wb9iog <wb9iog@revealed.net> 

To: lLbkd6wi@ns.net 

Cc: Boatanchors list <boatanchors@theporch.com> 
Subject: Re: Looking for Eimac Book 

Message-ID: <339781E2.70DF@revealed.net> 
MIME-Version: 1.0 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Larry Boyle wrote: 

> 

> I am looking for The book or binder "Power and feeding of power grid 
> tubes" That Eimac used to give out in the 60s and 70s. Any help??? 

> Thanks and cheers Larry Boyle. KD6WI in Placerville Ca. 

Larry 

Presently you may download some of that information directly from 
http://www.eimac.com . They now call it "Care and Feeding of Power Grid 
Tubes". Presently in a re-write stage and only 3 sections are completed 
out of 6. I requested yesterday they advise me when the balance is 
completed. Hope they do. This might give you a start. 

Mike 

Leclaire, Ia 


Date: Thu, 05 Jun 1997 23:25:15 -0400 

From: Allen Tucholski <allent@en.com> 

To: boatanchors@theporch.com 

Subject: Clegg Zeus RF deck available 

Message-ID: <2.2.32.19970606032515 .008ec7f£4@en. com> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


My friend Tom WA8ICH has a nice Clegg Zeus (RF deck only) forsale. 

He would like someone to pick it up in Cleveland Ohio or he may ship it, I 
am not sure. 

I think he is asking $125 -$150. work out the details with him. 


If you are interested, let me know, and I will let Tom know. 
Or email HIM at Lkenski@aol.com. 


Allen 


End o£ BOATANCHORS Digest 1479 


KA KKI KKK KKK IKK KI KKK IKKE KEIR 
>1480 

>From owner-boatanchors@sco.theporch.com Fri Jun 6 19:22 CDT 1997 

>Received: from sco.theporch.com (sco.theporch.com [207.234.31.38]) 

> by uro.theporch.com (8.8.6.Beta4/A-UX-3.0.1) with ESMTP id TAA08940 

> for <SHIMSHON@URO.THEPORCH.COM>; Fri, 6 Jun 1997 19:22:26 -0500 (CDT) 
>Received: from sco.theporch.com (localhost [127.0.0.1]) 

> by sco.theporch.com (8.8.6.Beta4/SCO-5.0.2) with SMTP id AAA23595; 

> Sat, 7 Jun 1997 00:21:08 GMT 

>Message-Id: <199706070021.AAA23595@sco.theporch. com> 

>Date: Fri, 6 Jun 1997 19:21:08 CDT 

>Sender: owner-boatanchors@theporch.com 

>From: boatanchors@theporch.com 

>To: Amateur Radio Equipment Using Vacuum Tubes <boatanchors@sco.theporch.com> 
>Subject: BOATANCHORS digest 1480 

>Mime-Version: 1.0 

>Content-Type: multipart/mixed; boundary="-- 
__ListProc__NextPart__865642847432821423" 

>X-Listprocessor-Version: 8.1 -- ListProcessor(tm) by CREN 

>Status: 0 


BOATANCHORS Digest 1480 
Topics covered in this issue include: 


1) re: Teaneck Hamfest 

by Glenn Finerman <glennfin@worldnet.att.net> 
2) Re: SX-100 QUIRKS 

by Ho4bart@aol.com 
3) PP-4763 power supply 

by "Steve Hill" <SHILL@onaustralia.com.au> 
4) HELP: buying a TV7C/U 

by eb5agv@ctv.es 
5) Re: BA Field Day in the BA? 

by "Larry Bearse" <lbearse@mail1.nai.net> 
6) Running time Meters 


7) 

8) 

9) 
10) 
11) 
12) 
13) 
14) 
15) 
16) 
17) 
18) 
19) 
20) 
21) 
22) 
23) 
24) 
25) 
26) 
27) 
28) 
29) 


30) 


by 


Surplus Al <surplsal@tl.infi.net> 


HELP: buying a TV7C/U (IT) 


by 


eb5agv@ctv.es 


Charlotte Hamfest? 


by 
Re: 
by 


Rick Myers <xrmyers@rtp.ericsson.se> 
Nixie Counters 
Bob Roehrig <broehrig@admin.aurora.edu> 


need Zenith help 


by 


Bob Roehrig <broehrig@admin.aurora.edu> 


Arlington HamCom BA LUNCH! 


by 
re: 
by 


bdhall@ghg.net (Benjamin D. Hall) 
R-1/ARR-1 vs ZB 
Jay Coward <jayc@hpcmrd42.sj.hp.com> 


ARC5 serial number 1 


by 


stevenn@ix.netcom.com (Steve M Fried) 


THANKS FOR PICTURES OF TV7 !!! 


by 
Re: 
by 
Re: 
by 


"JOSE V. GAVILA (EB5AGV/EC5AAU)" <eb5agv@ctv.es> 
R-1/ARR-1 vs ZB 

"Ray L. Mote" <rmote@rain.org> 
R-1/ARR-1 vs ZB 

Sheldon Wheaton <swheaton@sky.net> 


Antique Phono Referral needed 


by 
Re: 
by 


dfrancis@iex.net (Dexter Francis) 
Hamcom parking / BA Lunch 
bdhall@ghg.net (Benjamin D. Hall) 


Need Manual Copies 


by 
Re: 
by 


"Andy Howard, WA4KCY" <sweetbay@compuserve.com> 
need Zenith help 
"f£. townsend" <ftownsen@access.digex.net> 


RCA Radiola 17 


by 


k7sz@juno.com (Richard H. Arland) 


NC303 vs HQ170 


by 


"David L. Thompson" <thompson@mindspring.com> 


'New' R-388 in shack: some thoughts 


by 
Re: 
by 


"JOSE V. GAVILA (EB5AGV/EC5AAU)" <eb5agv@ctv.es> 
BA Field Day 
Dale Braun <dkbraun@spacestar.com> 


For Trade: HS-23-( ) Headphones 


by 


Brian.Harris@sv.sc.philips.com (Brian Harris) 


2B6 and 3RP1A's wanted 
by wally@mindy.sys.sdl.usu.edu (Wally Gibbons) 
Heathkit C-3 Story 


by 
Re: 
by 
Re: 
by 
Re: 


rhys@ix.netcom.com (Lawrence D. Wolken) 
Charlotte Hamfest? 

"Robert M. Bratcher Jr." <bratcher@worldnet.att.net> 
NC303 vs HQ170 

Bob/WBOAUQ <brainbol@lawrence.ks.us> 
Hamcom parking / BA Lunch 


by bdhall@ghg.net (Benjamin D. Hall) 


Date: Fri, 06 Jun 1997 01:06:00 -0700 

From: Glenn Finerman <glennfin@worldnet.att.net> 

To: Boatanchors Mail List <boatanchors@sco.theporch.com> 
Subject: re: Teaneck Hamfest 

Message-ID: <3397C4E8.796C@worldnet.att.net> 
MIME-Version: 1.0 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Hey guys!, I always go to this one. Lots of boatanchors at decent 
prices(most of the time) Why don't we get together for a good ol' 
eyeball and BA chat? I'll be setup as a seller. Look for my red 
Saturn coupe with the Apache on my table. I'll try and remember to 
Hang a "Welcome BA's" sign somewhere... 


Anybody else going??? See you bright and early! 


Officially it's the B.A.R.A. Hamfest (Bergen Amateur Radio Assoc.) 
It's not far from where Route 17 crosses route 4, 
just east of route 17. 


Al and William Donzelli wrote: 

> 

> Is the Teaneck NJ hamfest (this weekend) worth going to for boatanchor 
> stuff? Can someone please send directions (and date) to me? 

> 

>Bill and the group, 

> 

>This was a pretty decent fest last year. Per QST: Route 4 E/W to 
>River Road Exit, follow signs. (It's kinda right there.) This is 
>Fairleigh Dickenson Univ. parking lot. 7AM-2PM, you know what that 
>means. Talk-in on 146.79 and 146.52. 


Tie tiie Dads wie ade od acy Glenn N2BIG glennfin@worldnet.att.net 


Owner/operator of the N2BIJG 10 meter beacon = 28.219 Mhz. 
(24hrs a day, 7 days a week) Please QSL!!! 


Date: Fri, 6 Jun 1997 04:52:39 -0400 (EDT) 
From: Ho4bart@aol.com 


To: JOHN_SEHRING.parti@ecunet.org, boatanchors@theporch.com 
Subject: Re: SX-100 QUIRKS 
Message-ID: <970606045238_2054291346@emout16.mail.aol.com> 


In a message dated 97-06-03 20:30:25 EDT, 
JOHN_SEHRING.parti@ecunet.org (JOHN SEHRING) 
writes: 


<< The HF oscillator is a 6C4 triode. Plate voltage is 
regulated by a 150 V VR tube. >> 


what a shame that excellent stability is unusable on one of the 
best BA bands. maybe a thing to do would be to replace the 

6C4 with a duotriode like 12AT7 with the 2nd half as a cathode 
follower driving the mixer. 

I had a Lafayette receiver that addressed this problem, not 
completely successfully, by using 6BE6 in both osc and 

mixer positions. 

hue miller 


Date: Fri, 6 Jun 1997 19:10:45 +1000 

From: "Steve Hill" <SHILL@onaustralia.com.au> 
To: <boatanchors@sco.theporch.com> 

Subject: PP-4763 power supply 

Message-ID: <09155592106452@onaustralia.com.au> 
MIME-Version: 1.0 

Content-Type: text/plain; charset=IS0-8859-1 
Content-Transfer-Encoding: 7bit 


Hi Gang, 
Not a boat anchor but it drives one, my GRC-106 to be precise. 


It finally arrived from Fair Radio today - my first venture into the BA 
import business. 
Phil was very helpful, and made a potentially difficult exercise bearable. 


Freight was three times the cost of the power supply. Fact of life I gess. 


Fair didn't send me a manual with the thing. It is supposed to run off 
either 

120AC or 240AC, but I can't find any switches to tell it what voltage to 
use. 

Anyone know how to do this? 


Also I need to change the mains plug to Aust type. 
The wires are White, Black and Green. Which one is what? 


I also need to know the pinout(polarity) for the 27V connector on the 
linear of the GRC-106. 
Can't find it in the manuals anywhere! 


Thanks in advance, 
Steve Hill. VKA4CZT. 


Date: Fri, 06 Jun 1997 12:06:16 +0200 

From: eb5agv@ctv.es 

To: boatanchors@sco.theporch.com 

Subject: HELP: buying a TV7C/U 

Message-ID: <1.5.4.32.19970606100616.006bd6300@192.168.0.1> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


Hi BA gang! 
I have the opportunity to buy a TV7C/U with these adapters: 


- 2 large 9-pin (each one is different) 
- British 4 and 5 pin 

- an unusual large 7 pin 

- Hickok adaptor, code 1050-50 

- a small 8-pin 


Asking price is $125 + shipping from Canada to Spain (about $50 by surface 
mail, FYI). 


The seller said : 


''TIt is a Stark TV7C/U tube tester (same as a Hickok), made for the Canadian 
Army. It is in good shape and comes with an extra tube data book, several 
adaptors, pin straighteners, and two top-cap connectors. Unfortunately, in 
order to get accurate readings, the filament voltage must be set with a 
voltmeter. I suspect this unit needs some calibration or other work'' 


So I wonder if this is a good deal; is it difficult to get ride of this 
‘calibration’ troubles?. Is the price right?. 


Thanks a lot for your always helpful feedback! 


Best regards. 


73 JOSE V. GAVILA (EB5AGV / ECS5AAU) 
Ausias March 46, 15 
46910 Benetusser - VALENCIA 
SPAIN 


*kk* PLEASE, VISIT MY HOME PAGE! xxxxx 


http://www. geocities.com/SiliconValley/6992/ 
e-mail: eb5agv@ctv.es & eb5agv@amsat.org 


Date: Fri, 6 Jun 1997 06:16:49 -0400 

From: "Larry Bearse" <lbearse@mail1.nai.net> 

To: "Boatanchors list" <boatanchors@theporch.com>, <brainbol@lawrence.ks.us> 
Subject: Re: BA Field Day in the BA? 

Message-ID: <199706061019.GAA05615@mail1.nai.net> 

MIME-Version: 1.0 

Content-Type: text/plain; charset=IS0-8859-1 

Content-Transfer-Encoding: 7bit 


Not sure I can 

> recognize a BA signal when I hear it so list the calls we 
> should be listening for. 

> 

> 73, Bob/WBOAUQ/brainbol@lawrence.ks.us 


Look for K1JCL on AM on 75 and 160 using a ART 13 (he finally got it 
running) with a SP 600 Rx from Coventry, CT. He will try to do the whole 
weekend with some help from a few of us local BA'ers. A good time will be 
had. He will be using a military generator to power up the iron behind the 
Coventry town hall and using an inverted V at 200 ft! 

Larry, WA1LGQ 
lbearse@ct1.nai.net 


Date: Fri, 06 Jun 1997 09:54:18 -0400 
From: Surplus Al <surplsal@tl.infi.net> 
To: boatanchors@sco.theporch.com 
Subject: Running time Meters 
Message-ID: <3398168A.6CD9@t1.infi.net> 


MIME-Version: 1.0 
Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Morning, not much time today but have a question. Are running time 
meters used by Hams? Seems to me that one would like to know how long 
his Boatanchors are on & how many hours on the tubes. Just picked up 
some. Has 10 Meters been open as I am not getting anything. I like 
boatanchors but I dont have a fork lift or cherry Picker to lift em. 
73 to all Al _ W3UGD 


Date: Fri, 06 Jun 1997 14:12:38 +0200 

From: eb5agv@ctv.es 

To: boatanchors@sco.theporch.com 

Subject: HELP: buying a TV7C/U (II) 

Message-ID: <1.5.4.32.19970606121238 .007ecca8@192.168.0.1> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


Hi again! 


Regarding my previous posting about the TV7-C/U, I would like to geta 
picture of a TV-7 and approximate measures and weight (I recall having 


looked one picture of it on the Net some time ago, but it was some months 
ago and my memory fails...). My only information about the tester are some 


comments on this list. So, please, could you tell me where to locate a 
picture (WEB page) or send me a graphic file?. 


THANKS! 


73 JOSE V. GAVILA (EB5AGV / EC5AAU) 
Ausias March 46, 15 
46910 Benetusser - VALENCIA 
SPAIN 


*kkk* PLEASE, VISIT MY HOME PAGE! xxxxx 


http://www. geocities.com/SiliconValley/6992/ 
e-mail: eb5agv@ctv.es & eb5agv@amsat.org 


Date: Fri, 06 Jun 1997 08:28:30 -0700 


From: Rick Myers <rmyers@rtp.ericsson.se> 

To: "boatanchors@sco.theporch.com" <boatanchors@sco.theporch.com> 
Subject: Charlotte Hamfest? 

Message-ID: <33982C9E.7772@rtp.ericsson.se> 

MIME-Version: 1.0 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Anyone care to comment about "The fifth annual Charlotte ARC Hamfest & 
Computer Fair will be held Sunday June 8, 1997 at the Roll-A-Round 
Skating Center at 8830 East Harris Boulevard in Charlotte." (lifted from 
ARRL hamfest link). 


Anyone going? 
Rick K4IF 


Date: Fri, 6 Jun 1997 08:19:56 -0500 (CDT) 

From: Bob Roehrig <broehrig@admin.aurora.edu> 

To: WJoeW@aol.com 

Cc: skywaves@bw.webex.net, pilant@seesaw.enet.dec.com, 
boatanchors@sco.theporch.com, jharper@bs2000.com, 

Subject: Re: Nixie Counters 

Message-ID: <Pine.ULT.3.96.970606081750 .12429A-100000@admin. aurora. edu> 

Mime-Version: 1.0 

Content-Type: TEXT/PLAIN; charset=US-ASCII 


On Thu, 5 Jun 1997 WJoeW@aol.com wrote: 


With all of the Nixie discussion going around, I am reminded of a variant of 
the Nixie which was a decade scaling tube with electrodes arranged ina 
circle. The firing would procede from one electrode to the adjacent one, on 
around the circle. It was a type of "ring counter". I don't recall their 
name or number, but they were impressive in the dark! I suppose there are 
some counter B/A's out there which use those. 


VV VV VV 


I remember those well. Can't remember the mfr of the counter but it had 
two of them and it was just an "event counter" that triggered off a 
photocell. Was used to count boxes coming down a conveyer. I repaired 
them for a Georgia Pacific plant here in Aurora. 


E-mail broehrig@admin.aurora.edu 73 de Bob, K9EUI 
CIS: Data / Telecom Aurora University, Aurora, IL 
630-844-4898 Fax 630-844-5530 


Date: Fri, 6 Jun 1997 08:31:11 -0500 (CDT) 

From: Bob Roehrig <broehrig@admin.aurora.edu> 

To: Boatanchors <boatanchors@sco.theporch.com> 

Subject: need Zenith help 

Message-ID: <Pine.ULT.3.96.970606082725 .13286A-100000@admin. aurora. edu> 
Mime-Version: 1.0 

Content-Type: TEXT/PLAIN; charset=US-ASCII 


I am trying to repair a Zenith chassis# 7F02. This was a popular AM/FM 
set from the 50's. It belongs to my neighbor who helps me with all kinds 
of metal work for my BA projects. While not a collector, he appreciates 
some "classic" things so I would like to get this doggone thing going 
and am in need of a schematic. Anyone have one out there? All I have 

is the chassis number - the paper sheet on the bottom of the cabinet 

is mostly gone, and as a result, I can't identify one of the tube types 
and naturally it is the one with an open filament. 


E-mail broehrig@admin. aurora. edu 73 de Bob, K9EUI 
CIS: Data / Telecom Aurora University, Aurora, IL 
630-844-4898 Fax 630-844-5530 


Date: Fri, 06 Jun 1997 09:03:45 -0500 

From: bdhall@ghg.net (Benjamin D. Hall) 

To: boatanchors@sco.theporch.com 

Subject: Arlington HamCom BA LUNCH! 

Message-ID: <3.0.32.19970606090317 .006900a4@mailman. ghgcorp.com> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


Hi Folks - 


BA Lunch Control is go for BA lunch at HamCom. (bad inside joke - one of 
the ground calls in the shuttle program at T-2:30 is "Discovery, Go for 
Launch." Several comm instructors have had tongue slippage, and the ground 
call becomes "Discovery, Go for Lunch.") 


We'll meet at 11am at esteemed fellow listmember Lenox Carruth's 
Confederate Air Force table. Where this will be, we don't know, but most 
listmembers can find an ARC-5 in a haystack so I forsee no problems. We 
will then discuss where to go - I hear there is a Mexican food wagon, and a 
myriad of food eateries nearby. 


Unfortunately, I might not be able to make it due to a combination of bald 
tires (24000 miles and I need new tires!?!?!?! Grumble grumble grumble) 
and a lack of funds... If I do make it, I'll be wearing my patented 
obnoxious NASA - JOHNSON SPACE CENTER, HOUSTON TEXAS shirt, combined with 
shorts and sandals, and of course, my goatee. Can't miss me I look like 
such a tourist. 


Well, hope to see y'all there. 


"GLS, BA Lunch Control, count will resume on my mark. 3 2 1 MARK." "T 
minus 26 hours and counting." 
-Ben "bad space jokes" Hall 


Date: Fri, 6 Jun 97 8:20:30 PDT 

From: Jay Coward <jayc@hpcmrd42.sj.hp.com> 

To: boatanchors@sco.theporch.com 

Cc: jayc@hpcmrd42.sj.hp.com 

Subject: re:R-1/ARR-1 vs ZB 

Message-ID: <9706061520.AA24677@hpcmrd42.sj.hp.com> 


Don and the group, 

The ARR-1 and the ZB are the same.I,ve got them 
both and the only difference I can see is that 

on the ARR-1 the "2" is deleted from the frequncy 
on the tuning dial to fool the enemy. I believe 
that this set was the first receiver component 
to get re-numbered under the joint Army/Navy 
system.(Tho I can't verify that). 

73 Jay 


Date: Fri, 6 Jun 1997 10:56:47 -0500 (CDT) 

From: stevenn@ix.netcom.com (Steve M Fried) 

To: boatanchors@theporch.com 

Subject: ARC5 serial number 1 

Message-ID: <199706061556.KAA26515@dfw-1ix8.ix.netcom.com> 


Hi boat anchors fans! 
Just wnated to share a remembrance with you all.... 


Back in the 1970's, I was making a courtesy call on 
Johanson Manufacturing Company in Boonton, New Jersey. 


Johanson made the variable miniature air trimmer capacitors for RF 
transmitter circuits and also the very small ceramic trimmer 
Capacitors that went into all the first generation digital 

watches (I was their competitor) working for Matsushita Electric 
(Panasonic). 


While talking to one of the employees, I saw an ARC5 on the shelf 
in excellent condition. He showd it to me. Then I noticed 
serial number one!! My chin dropped to the floor. How did 

you ever get serial number one of the ARC 5 series. Like that 

is impossible. Seems that Mr. Johanson worked at Aircraft Radio 
Company (ARC) in Boonton New Jersey before the war and designed 
the big variable condenser that's famous in the ARC5 series. 


So now I knew where serial number went! Brings back memories. 


When I get a chance, I'll mention my few stories while working for 
Hammarlund Manufacturing in New York City and later for 
Polytronics (Polycom) in New Jersey. 


73 


Steve K2PTS 


Date: Fri, 06 Jun 1997 18:42:12 +0200 

From: "JOSE V. GAVILA (EB5AGV/EC5AAU)" <eb5agv@ctv.es> 

To: boatanchors@sco.theporch.com 

Subject: THANKS FOR PICTURES OF TV7 !!! 

Message-ID: <1.5.4.32.19970606164212 .006b8b5c@sandra.ctv.es> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


Hi gang! 
Thanks a lot... My mailbox almost explodes, hi!. 


Best regards. 


73 JOSE V. GAVILA (EB5AGV / EC5AAU) 
Ausias March 46, 15 
46910 Benetusser - VALENCIA 
SPAIN 


*kk* PLEASE, VISIT MY HOME PAGE! xxxxx 


http://www. geocities.com/SiliconValley/6992/ 
e-mail: eb5agv@ctv.es & eb5agv@amsat.org 


Date: Fri, 6 Jun 1997 10:00:01 -0700 (PDT) 

From: "Ray L. Mote" <rmote@rain.org> 

To: Boatanchors <boatanchors@sco.theporch.com> 

Subject: Re: R-1/ARR-1 vs ZB 

Message-ID: <Pine.SUN.3.96.970606095600 .13886A-100000@coyote.rain.org> 
MIME-Version: 1.0 

Content-Type: TEXT/PLAIN; charset=US-ASCII 


Don Merz was asking what differences there were between these sets. ZB 
(and the ZA which preceded it, and the ZBX which was also around) is 
the *Navy* nomenclature. R-1/ARR-1 was the joint Army-Navy 
nomenclature. As far as I know, these were all essentially the same 
device. They were UHF front-ends whose output fed a broadcast-band 
receiver (either Navy Model ARB or BC-946 or the ARA equivalent of the 
BC-946, etc.). All of this was superseded by the AN/ARR-2, which was a 
complete system (no need for BCB rx). I suspect young Bill Donzelli or 
Mike Hanz could furnish additional details if desired... 


73....Ray Mote, K5FKT <xrmote@rain.org> Oxnard, CA 


Date: Fri, 6 Jun 1997 12:23:33 -0500 (CDT) 

From: Sheldon Wheaton <swheaton@sky.net> 

To: "Ray L. Mote" <rmote@rain.org> 

Cc: Boatanchors <boatanchors@sco.theporch.com> 

Subject: Re: R-1/ARR-1 vs ZB 

Message-ID: <Pine.GS0O.3.93.970606121944 .25000B-100000@sky .net> 
MIME-Version: 1.0 

Content-Type: TEXT/PLAIN; charset=US-ASCII 


On Fri, 6 Jun 1997, Ray L. Mote wrote: 
<snip> 


St arenas They were UHF front-ends whose output fed a broadcast-band 
> receiver (either Navy Model ARB or BC-946 or the ARA equivalent of the 


> BC-946, etc.). 


I believe they were also frequently used with the Navy model RU receiver, 
and in fact, you can remove the tube cover from the RU, and the ZB shock 
mount will snap right in its place! Might be one reason the RU shows up 
without it's tube cover ocassionally. I suspect the same can be done with 
the Signal corps equipvalent to the RU receiver (BC-229?/SCR-183). 


73, 
Sheldon KCOCW 


Date: Fri, 6 Jun 1997 11:53:20 -0600 (MDT) 

From: dfrancis@iex.net (Dexter Francis) 

To: boatanchors@theporch.com 

Subject: Antique Phono Referral needed 
Message-ID: <v01520d00afbdaadd2211@[207.0.57.74]> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


Greetings all - 


I discovered an old Edison phonograph cylinder in the collection last night 
and would like a referral to someone who's interested in this sort of 
thing. {It's #9900 "Let Me Hear the Songs my Mother Used to Sing". The 
cylinder is cracked and has a piece missing, but the cylindical box for it 
is in very nice condition.} This thing is so far out of my depth I have no 
idea what to do with it. 


-df 


* CWest Tube Sales - P.0.B. 22443 SLC, UT 84122 * 
x http://www.usa.net/~dfrancis/CWest_Tube_Sales.html x 
* e-mail to: tubes@usa.net * 


Date: Fri, 06 Jun 1997 12:55:24 -0500 

From: bdhall@ghg.net (Benjamin D. Hall) 

To: "Robert A Voss" <Robert.A.Voss@MCI.Com> 

Cc: boatanchors@sco.theporch.com 

Subject: Re: Hamcom parking / BA Lunch 

Message-ID: <3.0.32.19970606121627 .00689dfc@mailman. ghgcorp.com> 


Mime-Version: 1.0 
Content-Type: text/plain; charset="us-ascii" 


At 10:50 AM 6/6/97 -0500, Robert Voss wrote: 


>Unfortunately, since the Convention Center shares a parking lot with 
>the Ballpark, they charge for parking. if you leave, as in going to 
>lunch, and return, they get you for another $5 for parking. 


Hi Robert and all - I've heard of this, and while I think it is pretty 
crummy, the HamCom folks have indicated that they have no control over the 
nasty parking policies. 


What has been suggested to me, and we'll discuss it there, is walking 
someplace. Supposedly, there are several good eateries within walking 
distance, I am told. We'll discuss at 11am where we want to go, and handle 
those details then. 


So far, I still don't know if I am going yet... 


Date: Fri, 6 Jun 1997 15:07:54 -0400 

From: "Andy Howard, WA4KCY" <sweetbay@compuserve.com> 

To: "LIST, MULTIPLE RECIPIENT" <BOATANCHORS@theporch. com> 
Subject: Need Manual Copies 

Message-ID: <199706061508_MC2-17FE-4DF2@compuserve. com> 
MIME-Version: 1.0 

Content-Transfer-Encoding: quoted-printable 

Content-Type: text/plain; charset=IS0-8859-1 
Content-Disposition: inline 


Hi Everyone, 


I am in need of a manual copy for a Drake R-4B and T-4XB. These units nee= 
d 

extensive work and a manual copy would make it much easier. Any help woul= 
d 

be appreciated. Copy costs and postage gladly reimbursed. 


Regards to all, 


Andrew E. (Andy) Howard, Sr., WA4KCY 


105 Sweet Bay Lane 

Carrollton, Georgia 30116-8519 

Telephone 770-832-0202 

AMI #9 - Southeastern Division Director 

Vintage Radio Home Page Address: 

http: //ourworld. compuserve.com/homepages/sweetbay 
<>< 


Date: Fri, 06 Jun 1997 17:00:26 -0400 

From: "f£. townsend" <ftownsen@access.digex.net> 
To: broehrig@admin.aurora.edu 

Cc: Boatanchors <boatanchors@sco.theporch.com> 
Subject: Re: need Zenith help 

Message-ID: <33987A6A.C1A@access.digex.net> 
MIME-Version: 1.0 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Bob Roehrig wrote: 

> 

> I am trying to repair a Zenith chassis# 7F02. All I have 

> is the chassis number - the paper sheet on the bottom of the cabinet 

> is mostly gone, and as a result, I can't identify one of the tube types 
> and naturally it is the one with an open filament. 
> 


If you can supply the identified tube complement (minus the unidentified tube, of 
course) and a description of the case it may be possible to make a match from the 
Sylvania tube complement guide (published in "Radio Diagram Sourcebook" by Richard 
Gray (Sonoran, 1996)) and one of the collector's guides. 


Frank 


KKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKK 
KKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKK 


Francis J. Townsend, III 
Baltimore, MD 
(410) 532-4040 


Date: Fri, 06 Jun 1997 17:15:04 EDT 

From: k7sz@juno.com (Richard H. Arland) 

To: boatanchors@theporch.com 

Subject: RCA Radiola 17 

Message-ID: <19970606.050627.8783.0.k7sz@juno. com> 


Gang: 


One of the guys at work has an RCA Radiola 17 and wants to know the value 
of this radio. I have no experience with this classic. 


Comments, please. 


73 rich K7SZ 


Date: Fri, 6 Jun 1997 17:17:36 -0400 (EDT) 

From: "David L. Thompson" <thompson@mindspring.com> 

To: boatanchors@sco.theporch.com 

Subject: NC303 vs HQ170 

Message-ID: <1.5.4.16.19970606162026.36ef5354@pop.mindspring.com> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


I got back 6 replies to my question about the NC303 versus the HQ170 
especially in light of the comments I got from someone who used both during 
a 160 CW contest. 


4 supported the Hammarlund as the better receiver on SSB and CW especially 
in light of the HC-10 type slot and selectivity built into the HQ170. One 
did say the AM was better on the NC303. HQ170 won on performance, NC303 was 
more stable. 


1 said the R390A was better than both but liked the HQ170 AM 
1 strongly defended the NC303 as much better 


The RME 6900 also got a mention as the equal of either the HQ170 or NC303. 

I bought an RME 6900 because of W9IOP winning the ARRL SS with it. It is 
fairly good on CW, but either the NC303 or HQ170 are better on SSB. Too bad 
the 6900 promised a Collins type 1 kcs readout that wasn't. 


Seems both receivers are good and its just based upon how much you like 
Hammarlund or national as to which is best. Only thing missing was a 
stronger group of National supporters. Maybe its a sample about equal to 


sales 4 or 5 to 1 in favor of the HQ170. 
Now maybe we need to compare the 75A4 to the.... nah better not!!!! 


Dave K4JRB 


Date: Fri, 06 Jun 1997 23:19:10 +0200 

From: "JOSE V. GAVILA (EB5AGV/EC5AAU)" <eb5agv@ctv.es> 

To: boatanchors@sco.theporch.com 

Subject: 'New' R-388 in shack: some thoughts 

Message-ID: <1.5.4.32.19970606211910.006b82f0@sandra.ctv.es> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


Hi BAdicts! 


Yesterday I received a new piece for my collection, a nice Collins R-388/URR 
receiver (thanks Ben!). It is an upgraded unit, as it has the 354A-1 
Mechanical Filter Conversion Kit installed, so it is ‘almost' a R-388A (by 
the way, are there other differences between 388s and 388As?). This receiver 
arrived with a huge amount of information: a copy of the TM 11-854/TO 
16-35R-388-5 manual (1952 dated), a copy of the 354A-1 Filter Kit manual, a 
copy of the 513-3 SAMS Photofact, a copy of the Collins Collector's Magazine 
devoted to the 513-4 (july 1991), three CQ articles about the R-388(A) 
(April 1961, April 1968, December 1968) and a very curious letter about 513] 
receivers written and signed by the famous Captain Paul Lee (dated 3/11/69). 


I've worked a bit with the receiver and read the three CQ articles and some 
parts of the manual and have some questions: 


This unit has three tubes changed: V102 (first mixer) is now a 6DJ8 (double 
triode) instead of a 6BE6. This mod is documented in the April 1968 CQ 
article and it is supossed to improve higher bands response. I would like to 
hear from other users who have checked a receiver before and after the mod. 


Another change is V114 (BFO) which was a 6BA6 and now is a 6AS6; I think 
this mod is a classic (I did a similar one on my R-390A) and is also 
documented in the CQ articles, BUT with the 6BE6 tube... I've been checking 
the SSB response against my trusty 75S-3B (later model, with filter 
covers)... Great!. At least in the 14 MHz band, it worked very well. Any 
comments about the use of the 6AS6 instead the 6BE6?. 


The last tube which is not standard is V103 (third mixer, used only in band 
1, I think); originally it was a 6BA6 and now it is a 6AS6... Any clue about 
that mod?. 


Some additions in the back panel: a former owner added a diode load and AGC 
outputs. Well done additions, BTW. 


About mechanical filters, this unit has a good 3.1KHz filter, a bad :-( 
1.4KHz (it has some loose parts inside... Anybody has opened a filter?) and 
a non-standard 7KHz NIB Collins filter (P/N 526-9421-000) which I plan to 
put in the 6KHz slot (any previous experience with this kind of filters?). 


The receiver has some parts missing: both covers and the small metal piece 
which keeps the large power supply plug-in capacitor and the 5V4G on place. 
The 100KC crystal is not round type, but flat. Please, if somebody has any 
of this parts around and want a good home for them, let me know!. 


(BTW, I'm satisfied with the receiver, as I was previously advised of all 
these changes and I agreed to buy it with them; I think these are not bad mods!) 


FYI, this unit has a military tag which reads: 


SIGNAL CORPS U.S. ARMY 

Radio Receiver R-388/URR 

Serial 109 Order 3362-Phila-52 
COLLINS RADIO COMPANY 


The serial number 6168 is stamped in the back panel. 


Well, that's all for now!. I really enjoy this receiver, it is a GREAT 
performer (now I'm listening a music BC station...). 


Best regards. 


73 JOSE V. GAVILA (EB5AGV / ECS5AAU) 
Ausias March 46, 15 
46910 Benetusser - VALENCIA 
SPAIN 


*kk* PLEASE, VISIT MY HOME PAGE! xxxxx 


http://www. geocities.com/SiliconValley/6992/ 
e-mail: eb5agv@ctv.es & eb5agv@amsat.org 


Date: Fri, 06 Jun 1997 16:21:33 -0500 
From: Dale Braun <dkbraun@spacestar.com> 


To: boatanchors@theporch.com 

Subject: Re: BA Field Day 

Message-ID: <33987F5D.62C2@spacestar.com> 
MIME-Version: 1.0 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


BA Folks, 

Marlin, WJ9Y and myself, WD9GWH will be operating a BA Field Day station 
on Sunday, June 15 from about 11:00 a.m. CDT until the end of the 
contest that day. For sure we'll be using a DX-40 with HG-10B VFO as 
the transmitter, and likely a Drake 2B receiver, the combo on CW using 
an Eico vacuum tube type electronic keyer and a vintage Vibroplex 
paddle. No idea on antenna yet. Marlin might have a homebrew 
transmitter along with another Drake 2B receiver. We'll most likely be 
on 40 meters, some 20 and maybe a little 80 meters, I believe all on CW 
but that may change. Callsign will likely be WI9Y. 


73 and GL 


Dale 
WD9GWH 


Date: Fri, 6 Jun 1997 16:07:51 -0700 

From: Brian.Harris@sv.sc.philips.com (Brian Harris) 
To: boatanchors@theporch.com 

Subject: For Trade: HS-23-( ) Headphones 
Message-ID: <Q00356AE.1914@scs.philips.com> 


Attention - Military Anchorheads, 

I have one pair of HS-23-( ) headphones for trade. These have a leather head 
band, PL-54 plug with a short cable and R-14 earpieces. Everything is there 
and intact. They do not have ear cushions. With a little cleanup and 
leather care they will look fine. I am interested in ARRL handbooks (50's 
and older), hand keys or bugs. 

I will be off email until Monday so don't expect a reply until then. 

TNX es 73, 


Brian Harris WA5UEK 


Date: Fri, 6 Jun 97 16:44:09 MDT 

From: wally@mindy.sys.sdl.usu.edu (Wally Gibbons) 

To: boatanchors@sco.theporch.com 

Subject: 2B6 and 3RP1A's wanted 

Message-ID: <9706062244 .AA13416@mindy.sys.sdl.usu.edu> 


Greetings,, 


Picked up an old amplifier at a bid sale, uses a 57 driving a 2B6. No 
manufacturer or model number present on the chassis. Has an 80 rectifier. 
Anyone have any 2B6's they want to part with. Might be fun to make this thing 
play again. Appears to have been some sort of low power PA amplifier. 


Also looking for a crt for a repair job on a old scope,, a 3RP1A. 
Any tips appreciated. 


Wally Gibbons 
wally@mindy.sys.sdl.usu.edu 
North Logan, Utah 


Date: Fri, 6 Jun 1997 17:55:02 -0500 (CDT) 

From: rhys@ix.netcom.com (Lawrence D. Wolken) 

To: boatanchors@theporch.com 

Subject: Heathkit C-3 Story 

Message-ID: <199706062255.RAAO7679@dfw-ix2.ix.netcom.com> 


Hi Gang -- 


Recently purchased a Heathkit C-3 cap checker from Matt Robbins. The 
price was right and not suprisingly, it did not work (understand that 
this is a feature I sometimes will pay extra for) so I had to tear it 
apart. Suspecting the inevitable, I re-capped everything. Sure 
enough, it then worked like a champ. It also cleaned up well and looks 
quite presentable. 


What was really fun was that my modern digital cap meter said that the 
values on all the caps were good -- which they were. But after I got 
it apart and put back together, I checked the caps that I had pulled 
out on the now working cap tester. It showed all of them to be at the 
right value... BUT when tested for leakage with the Heath meter, ALL of 
them (except the mica) showed leakage so baldy as to render them 
useless in circuit, under real life voltages. 


This will undoubtedly enable me to save many hours troubleshooting the 


old BA's where the bypass or feed thru caps will show good quite often 
until you put some meaningful voltage across them and then... bingo. 


This is such a typical early Heath piece. It uses a 1626 which is 
normally a xmtg osc. tube, but they just shorted the grid and plate to 
make a dandy rectifier tube. Any guesses as to where they got those 
babies or what they paid for them?? 


Also loving the green glow of the magic eye tube. I may have to throw 
out my digital cap meter, this is so much fun. Thanks Matt... another 
Internet story with a happy ending. 


Regards 
Larry Wolken N30JD 


Date: Fri, 06 Jun 1997 18:27:16 -0500 

From: "Robert M. Bratcher Jr." <bratcher@worldnet.att.net> 

To: rmyers@rtp.ericsson.se 

Cc: boatanchors@sco.theporch.com 

Subject: Re: Charlotte Hamfest? 

Message-ID: <3.0.32.19970606182713 .006d3464@postoffice.worldnet.att.net> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


At 03:28 PM 6/6/97 +0000, you wrote: 

>Anyone care to comment about "The fifth annual Charlotte ARC Hamfest & 
>Computer Fair will be held Sunday June 8, 1997 at the Roll-A-Round 
>Skating Center at 8830 East Harris Boulevard in Charlotte." (lifted from 
>ARRL hamfest link). 

> 

>Anyone going? 


Not me. I'll be at Hamcon in Arlington TX the 7th & 8th. 


Robert M. Bratcher Jr. 

E-mail to: 

bratcher@worldnet.att.net 

Record collector, 8mm, super 8, 16 and 35mm Film collector. 
Looking for prerecorded reel to reel tape albums. 

I like old radio's too. 

Collins, Hallicrafters, National & Hammurland are my Favorites! 


Date: Fri, 06 Jun 1997 18:50:10 -0500 
From: Bob/WBOAUQ <brainbol@lawrence.ks.us> 
To: boatanchors@sco.theporch.com 

Subject: Re: NC303 vs HQ170 

Message-ID: <3398A232.48B7@lawrence.ks.us> 
MIME-Version: 1.0 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Guess I missed out on this survey first time around. 

I much prefer the HQ-170 to NC-300 or NC-303 on either 

AM or SSB. RME6900 works better for me on CW. Yep, the 
'170 does suffer from drift, more than the NC303 at least, 
but the '170 vernier tuning gets you on freq easier. 


Bob/WBOAUQ/brainbol@lawrence.ks.us 


Date: Fri, 06 Jun 1997 19:21:07 -0500 

From: bdhall@ghg.net (Benjamin D. Hall) 

To: bdhall@ghg.net 

Cc: boatanchors@sco.theporch.com 

Subject: Re: Hamcom parking / BA Lunch 

Message-ID: <3.0.32.19970606192103 .00712144@mailman. ghgcorp.com> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


Greetings Folks. 


One thing I should have mentioned earlier is that Lenox Carruth, the fine 
fellow who graciously volunteered his Confederate Air Force table as the BA 
luncheon meeting spot, will be wearing a tan Confederate Air Force flight 
suit. Meet there 11am. 


See y'all there. Yes, I've decided to go. Seems that the tires aren't 
that bad per the car experts at work. Leaving Houston at 4am. 


73, 
Ben 


Benjamin D. Hall, junque collector extraordinaire, Located in Houston, Texas. 
e-mail: BDHall@ghg.net web: http://www.ghgcorp.com/bdhall 


End of BOATANCHORS Digest 1480 


KKKKKKKKKKKKKKKKKKKKKKKKKKKKKE 


